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Message Text 

UNCLASSIFIED 

PAGE 0 1 MOSCOW 00811 181 254Z 

ACTION OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO OC-06 CCO-OO SOE-02 EB-08 
COME-OO CIAE-00 INR-07 NSAE-00 L-03 /046 W 

042443 182210Z/15 

R 181135Z JAN 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 6812 
DOE WASHDC 
DOE GERMANTOWN MD 

UNCLAS MOSCOW 811 

DEPT OF ENERGY FOR HILT. 

E.O. 11652: N/A 

TAGS: TGEN, ENRG, US, UR 

SUBJECT: US-USSR ENERGY AGREEMENT: HEAT REJECTION (08.0203) 

1 . TROSHIN HAS PROVIDED LETTER AND ATTACHMENT FOR BAUER 
FROM PCHELIN. INFORMATION TRANSLATION OF LETTER FOLLOWS. 

BEGIN QUOTE 

DEAR MR. BAUER, 

I HAVE SIGNED AND SEND TO YOU THE MEMORANDUM OF THE 
MEETING OF 23 SEPTEMBER 1977 OF SOVIET AND AMERICAN 
SPECIALISTS ON SYSTEMS OF HEAT REJECTION FROM THERMAL- 
ELECTRIC AND ATOMIC-ELECTRIC STATIONS. 

LET ME USE THIS OCCASION TO WISH YOU A HAPPY NEW YEAR 
AND TO HOPE FOR GREAT SUCCESS IN THE SOVIET- AMERICAN 
COOPERATION IN ENERGY. 

WITH BEST WISHES, 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MOSCOW 00811 181 254Z 

M.M. PCHELIN 
END QUOTE. 

2. LETTER AND SIGNED MEMORANDUM POUCHED OES/APT/SEP, 

REGISTRY NO. 2076443. 

MATLOCK 
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